Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 BONN 01675 301822Z 
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ACTION EUR- 1 2 

INFO OCT-OI ISO-00 ACDA-10 CIAE-00 INR-07 lO-IO L-02 

NSAE-00 NSC-05 RSC-OI OES-05 FEA-OI EB-07 DODE-00 

PA-02 USIA-15 PRS-01 SP-02 PM-03 AEC-07 /09I W 

098235 

R30I8I8Z JAN 75 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 7616 
INFO ERDA GERMANTOWN 
USMISSION EC BRUSSELS 

UNCLAS BONN 01675 

DEPT PASS TO NUCLEAR REGULATORY COMMISSION 

E. O. 11652: N/A 
TAGS: TECH, ENRG 

SUBJECT: NUCLEAR REACTOR SAEETY 
REE: A. EC BRUSSELS 0834, B. STUTTGART A-10 

1. EMBASSY STRONGLY ENDORSES POINT MADE REFTEL A. FRG 
OFEICIALS HAVE IN PAST DESCRIBED USG EAILURE PROMPTLY 
TO SHARE SUCH DATA AS VIOLATION OF SPIRIT AND LETTER 
OF EXISTING AND PLANNED BILATERAL AGREEMENTS IN 
REACTOR SAEETY FIELD. 

2. REF B PROVIDES EURTHER EVIDENCE OF IMPORTANCE OF 
THIS TOPIC IN US-FRG RELATIONSHIPS. 

HILT .F.NBR AND 
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Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750035-0525 
From: BONN 

Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 8/aaaaagmp.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 
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Original Previous Classification: n/a 
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Page Count: 1 
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